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28 OCTOBER 1981 


DDA/ODP 
SYSTEMS AVAILABILITY SUMMARY 
MONDAY 19 OCT 1981 THRU SUNDAY 25 OCT 1981 


CURRENT WEEK PREVIOUS 90 DAYS 


SYSTEM 19 OCT - 250CT 18JUL - 18 OCT DIFFERENCE 
BATCH 97.63 98.06 - 43 
INTERACTIVE 99.88 98.60 + 1.28 
GIMS 95.27 96.48 a 121 
CAMS 97.73 97.20 + 53 
OCR-COLTS 92.17 96.88 - 4.71 
OCR-RECON 97.84 96.12 sam Wen 24 
DDO-STAR 93.82 98.06 - 4.24 
OSWR-TADS 100.00 98.94 + 1.06 


GIMS, OCR-COLTS, and DDO-STAR all reported below the 
goal of 96 percent for the week with each application 
recording outages due to hardware, software, procedural, 
and an unresolved Comten problem. 


- GIMS experienced 1 hour and 17 minutes of software errors, 
39 minutes of hardware outages, and a 26 minute unresolved 
Comten line problem. 


- OCR-COLTS had 2 hours and 50 minutes of OCR procedural 
errors, a 45 minute Comten hardware outage, and a 20 minute 
software problem. 


- DDO-STAR experienced 1 hour and 54 minutes of hardware problems 
and 1 hour and 38 minutes of software errors. 
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